DART AEROSPACE LTD 


VICTORIA INTERNATIONAL AIRPORT, CANADA 
DRAWING NO. 
D2605 


TE 
CONSOLE BRACKET 


D2605 WAS D206-547-—7 
t _ AVD FiNiSH 


TOR A42I 


90.098 (TYP) 


ELAT_PATTERN 


R0.156 (TYP) 


SioN CoAT PER DART Q@Si GS él A 


R0.250 (TYP) 12 
MATERIAL: 2024-T3 (QQ—-A-—-250/4) 0.040 THICK 
INISH! CHEMICAL CONVER 


PROFILE CONTROLED BY FOLIO H2605 
BEND RADIUS 0.093 
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